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introduction 


This report surveys the operating costs of the 
three most popular recreation facility types - 
arenas, pools and community halls. The 
community facilities included are in both rural 
and urban communities in all parts of Ontario. 
They are operated by municipalities with 
populations from under 500 to over 600,000. 


Estimates of annual operating costs are 
needed to establish the feasibility of a new 
recreational building. The operating costs of 
existing buildings reported in this survey will 
assist in more accurately predicting the on- 
going expenses. to operate and maintain 
proposed facilities. 


_ Estimating Operating Costs 


One method for estimating operating costs for 
a proposed facility is to use "comparables" - 
existing facilities of a similar size, pattern of 
use, geographic location and management 
structure. To make use of the operating data 
in this report, identify those buildings that 
most clearly resemble your own _ situation. 
Because wage and salary costs are such a 
Sigmiticant sasitem,,9 be sure that your 
"comparables" have similar staffing patterns. 
The length of the operating season and 
condition of the building are other important 
items to check. You will need to supplement 
"comparables" from this report with other 
local or regional examples in order to develop 


a reliable estimate for making a feasibility 
decision. 


Local Budgeting Practices 


This data was collected with the co-operation 
of many facility operators. The costs reported 
reflect the financial management practices 
used by each municipality. In preparing the 
data for publication some standardizing has 
been done. Care should be taken when making 
comparisons between the facilities as the 
definitions of various budget items may vary 
according to local practice. 


A number of the surveyed facilities were part 
of a larger complex. In some of these 
buildings it was not possible to isolate power 
and staff costs, for example; in other cases, 
estimates were made as noted. 
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Hockey Arenas 


Population less than 10,000 


Colborne-Cramahe Centennial 
Community Centre 
Geraldton Arena 
Michipicoten Community Centre 
Red Rock Recreation Centre 
Smiths Falls Community Centre 
Stayner Community Centre 
Woodville Memorial Arena 


Population 10,000 to 100,000 


Belleville Memorial Arena 

_ Brantford Lions Park Arena 

King Schomberg Community and 
Agricultural Arena 

Sarnia Arena 

Sudbury Carmichael Arena 

Vanier Arena 


Population over 100,000 


Kitchener Wilson Park Arena 
North Oshawa Arena 
Toronto George Bell Arena 


Outdoor Swimming Pools 


Population less than 10,000 


Espanola Swimming Pool 
Hanover Kinsmen Memorial Pool 
St. Marys Cadzow Pool 
Spencerville Edwardsburgh 
Community Pool 
Winchester Swimming Pool 


Population 10,000 to 100,000 


Cobourg Centennial Swimming Pool 
Grimsby Coronation Park Swimming Pool 


Population over 100,000 


London Byron Optimist Pool 
Scarborough Halbert Park Pool 
Toronto Eglinton Park Pool 
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Indoor Swimming Pools 


Population less than 10,000 


Bracebridge Centennial Centre Pool 

Fort Frances Swimming Pool and 
Health Centre 

Perth and District Swimming Pool 


Population 10,000 to 100,000 


Pembroke Kinsmen Community Pool 
Wilmot Township Pool 


Population over 100,000 


Brampton Century Gardens Pool 
Etobicoke Alderwood Pool 


Community Halls 


Population under 10,000 


Alfred Community Centre 

Athol Cherry Valley Community Centre 
Culross Formosa Community Centre 
Dorion Community Centre 

Laird Community Centre 


Population 10,000 to 100,000 


Belleville Ben Bleeker Auditorium 
Brantford Woodman Drive Park 
Community Centre 


Kanata March Central Community Centre 


Owen Sound Harrison Park 
Community Centre 
Timmins Community Hall 


Population over 100,000 


Kitchener Centreville Community Centre 


19 
20 


24 


22 


colborne-cramahe 


~~ 


4 centennial community centre 


Population: 4,208 
Built: 1967 
Cost: $60,000 plus volunteer labor 


Other arenas in municipali 
physical characteristics 


total area of building: 
dimensions of ice surfac 
type of ice = 
capacity of ice plant - 
refrigeration system - 
floor = 
boards = 
screens = 
heating - ancillary area 
lighting > 
building construction - 


Spectator capacity =) 
200 parking spaces 
ancillary facilities: 
dressing rooms 
referees' room 
first aid room 
oftice(s) 
ticket booth 
multipurpose 
room 


PRO oo 


programming 


year round ice = 
opening date = 
closing date = 
summer uses - 
daily operating hours - 


staff 


ty: none 


= 
2 755m" 423,200 fee 


) 
e: 55m by 23m (180 ft. by 75 £t.) 


artificial 

50 hp. 

ammonia brine 
insulatec concrete 
permanent plastic 
chainlink 

s' = 011 ‘forced air 
fluorescent 

wood, concrete block 
rocf, lamineted wood beam 
seating 750 

standing room 200 


1 concession 

public washroom(s) 
ice resurfacer room 
storage roor 
refrigeration anc 
boiler room(s) 


ho bee 


no 
October 
April 
dances 

65 hrs/wk. 


: 
DER Gehe 1 Fart time 
assistant manager (s ) ae 
volunteers xe 

revenue 

Admissions and Rentals: (of ice surface) 

Minor hockey = 7,084.00 

Industrial hockey 8,932.90 

Broom ball Tipe OO 

General surface rentals 6,820.00 

Total $29,500.00 

Additional Revenue: 

Concessions $15,000.00 

Sale of advertising 

space 770.00 

Donations 3,609.00 

Total $19,370.00 

TOTAL REVENUE $48,870.00 

expenditure 

Salaries and Wages: 

Total $27,093.00 

Arena Administration: 

Administration $ 6,832.00 

Total $ 6,832.00 

Maintenance and Repairs: 

Building & Equipment $ 9,500.00 

Total $ 9,500.00 

Materials and Supplies: 

Concessions $14,000.00 

Total $14,000.00 

Utilities: 

Hydro, water Sie TOO LOO 

oil 5,000.00 

Telephone 3,000.00 

Total $15,700.00 

TOTAL EXPENDITURES $73,125.00 

surplus/deficit 


($24,255.00) 


geraldton 


Population: 3,000 
Bublts 129778 


geraldton arena 


Costs $1.6 million 
Other arenas in municipality: none 
User population: 3,500 


physical characteristics 


total area of building: 4,645m* (50,000 ft.°) 
dimensions of ice surface: 56m by 26m (185 ft. bv 85 ft.) 


type of ice 
. Capacity of ice plant 
. refrigeration system 
floor 
boards 
screens 


2 


artificial 

25:0) hp. 

ammonia brine 
concrete 
permanent plastic 
plastic, glass 


heating - ancillary areas - gas forced air 
- spectator areas - gas forced air 


lighting 
building construction 


. spectator capacity 
- 500 parking spaces 
- ancillary facilities: 


4 dressing rooms 
first aid room 


ticket booth 


Pee 


other facilities 


programming 


- year rounc ice 
opening date 
closing date 
summer uses 


daily operating hours 


staff 


manager 
maintenance men 
concession worker (s) 


revenue 


multipurpose room 


mercury vapor 
steel 

roof, steel gable 
seating 800 - 1000 


concession 

public washroom(s) 
ice resurfacer room 
storage room 
refrigeration and 
boiler room 


PRRENEYE 


curling rink, lounge, 
weightlifting, senior 
citizens room, arts room, 
crafts room, wood-working 
room 


no 

October 

Easter 

dances, tennis, rollerskating, 
volley ball 

B36) 


iL 
3 
Part time 


Admissions and Rentals: (of ice surface) 


Minor hockey $ 
Winter programs 

Summer programs 

Public skating 

Curling rentals 

General surface rentals 
Special events 

Other 


Total 


Additional Revenue: 


Concessions 


$ 
Total 
TOTAL REVENUE 


expenditure 
Saiaries and Wages: 


Total 


Arena Administration: 


Travel $ 
Insurance, legal, audit 
Memberships 

Other 


Total 


Maintenance and Repairs: 


Building $ 


Total 


Materials and Supplies: 


Building 5 
Resurfacer 
Concessions 


Total 


Utilities: 


Hydro, gas 
Water and sewer 


Total 


TOTAL EXPENDITURES 


surplus/deficit 


1 
2 


$2 


693.40 
695.285 
859.81 
4,572.63 
1,265.00 
0,927.25 
7,557.90 
1,989.25 
$48,556.09 
8,455.64 
$8,455.64 
$57,011.73 
$43,703.09 
123.00 
9,274.49 
570.98 
2,286.91 
$12,255.38 
8,241.79 
$8,241.79 
6,137.64 
1,202.83 
2,759.15 
$10,099.62 
9,498.52 
803.00 
$30,301.52 


$104,601.40 


($_ 47,589.67) 


Population: 4,500 
Built: 1958 


michipicoten 
community centre 


Other arenas in municipality: none 


physical characteristics 


e dimensions of ice surface: 58m by 26m (190 ft. by 85" es 

e type of ice =Garteirdcral 

e capacity of ice plant - 50 hp. 

e refrigeration system - direct ammonia 

e floor - concrete 

e boards - permanent plastic 

e screens - glass 

e heating - ancillary areas - oil hot water 

e lighting - mercury vapor 

e building construction - steel, concrete block 
= Steel truss’ roof 

@ spectator capacity - seating 900 


e 500 parking spaces 
e ancillary facilities: 
6 dressing rooms 
1 referees' room 
1 figure skating 
mu 


office 

programming 
e year round ice - no 
e opening date - Se 
e closing date - Ma 
e summer uses =——pa 
e daily operating hours - 8- 
staff 

manacer 1 

rink attendant (s) 5 

Maintenance men 2 

concession worker(s) 5 
revenue 


Admissions and Rentals: (of 


concession 

‘skate sharpening room 
public washroom (s) 
storage room 
refrigeration and 
boiler room(s) 


NEN EE 


ptember 


y 
11 hockey, roller skating 
JO Ars. 


Part time 


Part time 


ice surface) 


Minor hockey Si LASS) 5 ONO) 
Junior hockey 25,339). 00 
Figure skating, hockey 25,480.00 
Public skating 4,182.00 
Public roller skating 6,987.00 
General surface rentals 6,427.00 
Special events sb Gh 7b) 1016) 
Other 205.00 
Total $48,690.00 
Additional Revenue: 
Concessions $38,747.00 
Sale of advertising 
space 1,285.00 
Other 210.00 
Total $40,242.00 
TOTAL REVENUE $88,932.00 
expenditure 
Salaries and Wages: 
Total $74,101.00 
Arena Administration: 
Car allowance $ 233.00 
Postage 681.00 
Insurance 107.329..00 > 
Debentures L700 
Other S HLS hetero) 
Total $11,633.00 
Maintenance and Repairs: 
Automotive S 2,969.00 
Ice plant 4,462.00 
Equipment 9,547.00 
Total $16,978.00 
Materials and Supplies: 
Program $ 2,090.00 
Concessions 28,622.00 
Office 39:75:00) 
Total $31,109.00 
Utilities: 
Hydro $21,782.00 
Telephone 375.00 
Total $22,156.00 


TOTAL EXPENDITURES 


surplus/deficit 


$155,797 7100 


(S$ 67,045.00) 


red rock 


re ~wa 
o red rock 
vA recreation centre 


Population: 1,530 
Suidts- 1958, 1976, 1979 
Other arenas in municipality: none 


physical characteristics 


e dimensions of ice surface: 56m by 26m (185 ft. by 85 ft) 
e type of ice = artificial 

@ capacity of ice plant - 2 -.50 hp. 

e refrigeration system - freon brine 

e floor - insulated concrete 

¢ boards - permanent plastic 

e screens - plastic 

° 


heating - ancillary areas - gas hot air 

- spectator areas - radiant 
lighting - metal halide 
e building construction - concrete block 

- laminated wood roof 

spectator capacity - seating 1200 
60 parking spaces 
@ ancillary facilities: 
4 dressing rooms 
1 referees' room 
1 first aid room 
1 ticket booth 


ee 


concession 

skate sharpening room 

public washroom(s) 

ice resurfac: r room 

refrigeration and 

boiler room 

other facilities - curiing rink, gymnasium, senior 
citizens’ room, snack bar, craft room 


a ee 


programming 

e year round ice = ne 

e opening date SROcte 

e closing date = ADT a. 224 

e summer uses - roller skatinc 
e daily operating hours - 50/week 

staff 


4 Full time 
« Part time 


comments 

Administrative costs are not included as they cover the whole 
complex. Expenditures are estimated for the arena. 

revenue 


Admissions and Rentals (of ice surface) 


Minor hockey $ 570.00 
Floor hockey 18.00 
Junior hockey 56.00 
Ringette 160.00 
Figure skating 1,088.00 


Public roller skating 1,915.14 
General surface rentals 5,291.35 
Other 236.80 


Total $9,335.79 
TOTAL REVENUE $9), 335%. 79 


expenditure 
Salaries and Wages: 
Total $20,086.40 


Maintenance and Repairs: 


Cleaning oS) Sy 22S 
Equipment 6,203.79 
Total $11,476.64 


Materials and Supplies: 


Materials Si Spe ae eds 
Rentals 1,058.94 
Other 294.12 
Total $ 6,586.24 


Utilities: 


Utilities $ 9,000.13 

Total 2 9 H000s 13 

TOTAL EXPENDITURES $47,249.41 
surplus/deficit ($37,813.62) 


smiths falls 


smiths falls 


Population: 8,875 

BOLLE: “LISG, 1976 

eos te $60,000, $108,000 

Other arenas in municipality: none 
User population: 14,000 


physical characteristics 


total area of building: 6,968m~ (75,000 ft. 


° ) 
e dimensions of ice surface: 55m by 24m (180 ft. by 80 ft.) 
e type of ice - artificial 
e capacity of ice plant - 60 hp. 
e refrigeration system - ammonia brine 
e floor - insulated concrete 
e boards - permanent plastic 
e screens - plastic 
e heating - ancillary areas - forced hot air 
e lighting - metal halide 
e building construction - wood 
- roof, wood truss 
@ spectator capacity - seating 1,960 
- standing room 1,000 
e 500 parking spaces 
® ancillary facilities: 
5 dressing rooms 1 skate sharpening room 
1 office 2 public washroom(s) 
2 ticket booth(s) 1 ice resurfacer room 
2 concession 1 storage room 
2 refrigeration and 
boiler room/s) 
programming 
e year round ice =O 
e opening date =JOGt 6 
e closing date - May 4 
e summer uses - dances, bingo, roller skating, 
ball hockey 
@ daily operating hours - 19 hrs. 
staff 
manager ag 
rink attendant(s) 5 (4 Part time) 
revenue 
Admissions and Rentals: (of ice surface) 
Minor hockey $ 6,303.00 
OHA hockey 4,215.00 
Figure skating Sio0:s O10) 
Public skating 7,184.00 
Public roller skating 2,060.00 
Special events 6,278.00 
Other 17,336.00 
Total $46,956.00 
Additional Revenue: 
Concessions $59,386.00 
Skate sharpening 1,288.00 
Sale of advertising 
space 175.00 
Other 114.09 
Total $60,963.00 
TOTAL REVENUE 320779797010 
expenditure 
Salaries and Wages: 
Total $81,483.00 


Arena Administration: 


Professional develop- 


ment $ 379 .' GO 
Contractual services 24.00 
Advertising 301.00 
Total $ 704.00 


Maintenance and Repairs 3 


Grounds $ 1,647.00 
Building 18,025.00 
Equipment 2,495.00 
Total $22,167.00 


Materials and Supplies: 


Program $ 132.00 

Custodial 1,575.00 

Equipment 1,604.00 

Skate sharpening 37.00 
Concessions 37,683.00 

Office 300.90 

Other 1,445.90 

Total $42,776.00 
Utilities: 

Hydro $21,456.00 

Natural gas, oil 4,826.00 

Water and sewer 2,232.00 

Telephone 841.00 

Total 28,254.00 


TOTAL EXPENDITURES 


surplus/deficit 


($ 67,465.00) 


stayner 


Pe 


stayner memorial arena 


Population: 2,508 
Built: 1948 
Other arenas in municipality: none 


physical characteristics 


@ total area of building: 3, 386m~ (36,450 Bee 
e dimensions of ice surface: 54m by 23m (178 ft. by 75 ft.) 
e type of ice = artificial 
@ capacity of ice plant - 50 hp. 
e refrigeration system - ammonia brine 
e floor =-concrete 
e boards - permanent plastic 
e screens - plastic and chain link fence 
e heating - ancillary areas - forced air 
- spectator areas - radiant 
@ lighting - metal halide 
@e building construction - wood, concrete 
@ spectatcr capacity - seating 600 


- standing room 500 


e 50 parking spaces 
@ ancillary facilities: 


5 dressing rooms 1 
1 referees’ room 1 
1 first aid room Ze 
2 (eT £ice(s) 1 
1 ticket booth if 
1 multipurpose room 1 
programming 
e year round ice = no) 
e@ opening date =“Sept. 15 
e closing aate = Ise 
@ summer uses - yes 
e daily operating hours - 8-16 hrs. 
staff 
manager a: 
assistant manager (s)1l 
cashier (s) 1 
rink attendant (s) 2 
revenue : 


concession 

skate sharpening room 
public washroom (s) 
ice resurfacer room 
storage room 
refrigeration and 
boiler room 


Admissions and Rentals: (of ice surface) 


Rentals $28,140.00 
Public skating 1,343.00 
Total 


TOTAL REVENUE 


expenditure 


Salaries and Wages: 


Total 


Maintenance and Repairs: 
pes 


Equipment $ 4,477.00 
Total 

Utilities: 

Natural gas Papas OO 
Telephone 6,816.00 


Total 
TOTAL EXPENDITURES 


surplus/deficit 


$29,483.00 


$29,483.00 


$19,786.00 


$ 4,477.00 


$ 9,336.00 


$33,599.00 


($_ 4,116.00) 


belleville memorial arena 


Population: 570 

Boles 977-78 

Cost: $780,000 

Other arenas in municipality: none 

User population: village and surrounding townships 


Population: 
Bagi 29/28 
Other arenas in municipality: 2 


35),20'2 


User population: 50,000 


physical characteristics Pa yaical’chetacterisiics 


total area of building: 2,854m- (30,720 ft.) 


EOLA acen of buildings2,6sim-(26)s20 fe.2) 


e 
e e dimensions o : ; ) 
e dimensions of ice surface: 56m by 26m (185 ft. by 85 ft.) e type of ice Jie saath wee ae 
e type of ice ’ = artrticial @ capacity of ice plant - 75 hp, 40 hp 
e capacity of ice plant - 30 and 50 hp. e refrigeration system - anmnorne pine 
e refrigeration system - ammonia brine ° floor - concrete 
e floor - insulated concrete e boards - permanent plastic 
e boards - permanent plastic ® screens - plastic 
e screens “ complete plastic ® heating - ancillary areas - forced air 
e heating - ancillary areas - hot air . - spectator areas - radiant 
; - spectator areas - radiant e lighting - metal halide 
@ building construction - steel, concrete ¢ building construction - wood, steel, brick 
i = flat roof = steel roof 
® spectator capacity = Sseatang 930 ® spectator capacity - seating 1,865 
- standing toom 200 - standing room 350 


e ancillary facilities: 


e 24 parking spaces 


7 dressing rooms 1 concession ® ancillary facilities: 
1 referees' room 1 skate sharpening room 6 dressing rooms 1 concession 
i first aid room 4 public washroom (s) 1 referees' room 4 public washroom(s) 
att office 1 ice resurfacer room 1 first aid room 1 ice resurfacer room 
34 ticket booth al storage room 2 office(s) 1 storage room 
1 multipurpose room 1 refrigeration and 2 ticket booth(s) 2 refrigeration and 
boiler room 3 multipurpose room(s) boiler room(s) 
@ other facilities: ball park programming 
programming e year round ice - no 
@ opening date = sept... 14 
e. year round ice = noe e closing date = April 26 
e opening date = Oct. 5 @® summer uses - Special events 
e closing date = Mar. 32 e daily operating hours - 17 hrs. 
e daily operating hours - 6-14 hrs. 
staff 
staff manager 1 
manager i. rink attendant(s) 2 
rink attendant(s) 4 concession worker(s) 5 
volunteers yes 
comments 
revenue School boards have free use from 9 a.m. to 3:30 p.m. 
Admissions and Rentals: (of ice surface) 
revenue 
Minor hockey $9,889.00 
Men's league 3,898.00 Admissions and Rentals: (of ice surface) 
Figure skating 2,625.00 LG ae FF ee a 
Public skating 7,492.00 Minor hockey $26,366.00 
Total $23,904.00 Industrial hockey 23,300.00 
Public skating 2,025.00 
Additional. Rentals: General surface rentals 18,600.00 
Special events 6,000.00 
Multi-purpose room Sa S000 Other 300.00 
Total $ 30.00 Total $70,591.00 
Additional Revenue: Additional Revenue: 
Insurance claims $ 250.00 Concessions $29,350.00 
Concessions 57 500/00 Sale of advertising 
Phone charges 238.00 space 735.00 
Donations 4,000.00 
Total $9,988.00 Total peo ZOBErOn 
, $33,922.00 } 
Total Revenue 33,9 TOTAL REVENUE $100,676.00 
expenditure expenditure 
Salaries and Wages: Salaries and Wages: 
Total $14,310.00 Total $80,150.00 
Arena Administration: r Arena Administration: 
Insurance $ 3,341.00 Car allowance $ 2,600.00 
Travel 50.00 
Total $ 3,341.00 MeRbovEniDS 200.00 
i eae Advertising 200.00 
Maintenance and Repairs: Rsirance 3,200.00 
i 11,100.00 
Building Sh ernO0 Ronse 
i Other 790.00 
Equipment 1,548.00 
Total $ 3,425.00 Total $18,140.00 
Utilities: Maintenance and Repairs: 
Hyéro $ 8,071.00 Contracted repairs $ 2,700.00 
Propane 815.00 Building repairs 10,100.00 
Oil 4,232.00 
Water and Sewer 69.00 Total $12,800.00 
Telepnone SD. 00 
Tocal $14,462.00 Materials and Supplies: 
I Uniforms $ 500.00 
TOTAL EXPENDITURES $35,538.00 SRE ORE 25,100.00 
Other 80.00 
surplus/deficit ($1,616.00) 
Total $26,480.00 
Utilities: 
Hydro, oil, water, 
sewer $39,000.00 
Telephone 870.00 
Total $39,870.00 


TOTAL EXPENDITURES 


surplus/deficit 


$177,440.00 


a= brantford 


~—=j 
® ‘ 
vn lions park arena 


Population: 73,055 
Built: 15969, 19:70 
Cost: $278,000 


physical characteristics 


dimensions of ice surface: 55m by 26m (180 ft. by 85 ft.) 


e 
e type of ice = artificial 
e capacity of ice plant - 80 hp. 
e refrigeration system - freon brine 
e floor - concrete 
e boards - permanent plastic 
e screens - glass and chainlink 
e heating - ancillary areas - forced air 
- spectator areas - radiant 
e lighting - metal halide 


e building construction 
e spectator capacity 


e 1,200 parking spaces 
@ ancillary facilities: 


€ dressing rooms 
referees' room 
first aid room 


office 


BRR RER 


e other facilities 


programming 


year round ice 
opening date 
closing date 
summer uses 


e daily operating hours 


staff 


assistant manager (s) 
rink attendant (s) 
concession worker (s) 


comments 


ticket booth 
multipurpose room 


wood, steel, concrete 
seating 750 
standing room 300 


concession 

public washroom(s) 
ice resurfacer room 
storage room(s) 
refrigeration and 
boiler room(s) 


NNR DSH 


softball, track, football, 
practice field, soccer and 
rugger and lighted tennis 

courts. 


no 
Oct. 5 
Malrran ok 


Lacrosse, home shows, dances, 
flea markets 
16 hrs. 


a 
3 
5 Part time 


Auditorium is open late on weekends affecting costs. 


revenue 


Admissions and Rentals: 


OHA hockey 

Men's hockey 

Figure skating 

Public skating 

Public roller skating 
School groups 

General surface rentals 
Special events 

Total 

Additional Revenue: 
Other 


Total 


TOTAL REVENUE 


expenditure 


Salaries and Wages: 


Total 


Arena Administration: 


Administrative costs 
Total 


Materials and Supplies: 


Material and supplies 
Total 
Utilities: 


Utilities, equipment, 
contracts 


Total 


TOTAL EXPENDITURES 


surplus/deficit 


(of ice surface) 


S 5,622'.00 
7,147.00 
38742 < 0:0 
1,269.00 
1,423.00 
1,450.00 
Paake abe sU ALO L0) 
422.00 
$77,316.00 
$ 85.00 
$ 85.00 
$77,401.00 
$72,786.00 
$30,733.00 
$30,733.00 
$ 8,700.00 
$8,700.00 
$45,196.00 


$45,196.00 


$157,415.00 


(¢_ 80,014.00) 


mee king 


~~ 


® schomberg community and 


A agri 


Population: 15,000 
Bult DTSey Lo7 

Other arenas in municipal 
User population: 1,500 


physical characteristics 
total area of building: 


type of ice = 
capacity of ice plant - 
refrigeration system - 
floor - 
boards = 
screens = 
heating - ancillary are 
lighting = 
building construction - 
spectator capacity 


@eeeeeeeeeeee 


150 parking spaces 

e ancillary facilities: 
dressing room 
referees’ roo: 
office 

ticket booth 
multipurpose 


BREE S 


e other facilities ms 


programming 


year round ice = 
opening date = 
closing date = 
daily operating hours 


staff 


manager 

assistant manager (s) 
clerical (s) 
volunteers 


comments 


Steel building, no insula 


revenue 


Admissions and Rentals: ( 


Minor hockey $18,494.00 

Community team 3,120.00 

Ringette 4,948.00 

Figure skating 6,717.00 

Public skating 2,011.00 

Other 18,633.00 

Total $53,023.00 
Additional Rentals: 

Multi-purpose room $11,846.00 

Total $11,846.90 
Additional Revenue: 

Concessions $48,218.00 

Interest 6,513.00 

Other 717.00 

Total $55,448.00 
TOTAL REVENUE $120,317.00 
expenditure 

Salaries and Wages: 

Total $43,049.00 
Arena Administration: 

Contractual services $ 800.00 
Advertising 8,060.00 

Total $ 8,860.00 
Materials and Supplies: 

Custodial $ 4,667.00 
Concessions 31,992.00 

Office 200.00 

Total $36,859.00 
Utilities: 

Hydro $10,434.00 

Natural gas 4,695.00 

Water and sewer 405.00 

Telephone 118.00 

Tctal $15,652.00 


TOTAL EXPENDITURES 


surplus/deficit 


cultural arena 


Lewes 2 


moO Aaa CI sn) 


dimensions of ice surface: 53m by 23m (175 ft. by 75 ft.) 


artLeveral 

80 hp. 

ammonia brine 
concrete 
permanent wood 
plastic and chainlink 
as - forced air 
incandescent 
steel 

seating 700 
standing room 400 


Ss concession 
m 
public washroom (-:° 
ice resurfacer roou 
storage room 
refrigeration and 


boiler room(s) 


room(s) 


Ber BRP 


auditorium 


no 
Sept. 23 
Apr. 8 
10" hrs: 
1 
2 
1 Part time 
Yes 
| 
tion. New lights to be installed. 


of ice surface) 


$15,897.00 


skate sharpening room 


_- 


ot P= 


sarmia 


~~ 


Population: 49,764 
Built: 1948 
Other arenas in municipality: 2 


physical characteristics 


sarnia arena 


e total area of building: Sy o7ame (sip gee 17 eee) 
e dimensions of ice surface: 55m by 24m (180 ft. by 80 ft.) 
e type of ice - artificial 
* capacity of ice plant = 12/0) hp... 
e refrigeration system - ammonia brine 
e floor - concrete 
e voards - permanent plastic 
e screens - glass 
e heating - ancillary areas - steam 
- spectator areas - radiant 
e lighting - metal halide 


e building construction - wood, steel, concrete block 
= steel beam root 

e spectator capacity - seating 2,200 
- standing room 500 


e 200 parking spaces + 90 shared 
e ancillary facilities: 


6 dressing rooms 2 concession 
1 referees' room 1 skate sharpening room 
1 first aid room 4 public washroom(s) 
2 office (s) 1 ice resurfacing room 
2 ticket booth(s) 1 storage room 
1 multipurpose room 1 refrigeration and 
boiler room 
programming 
@ year round ice = no 
@ opening date - September 
e closing date = ApYad 
e summer uses - Special events 
e daily operating hours - 10 hrs. 
staff 
supervisor 1 
rink attendant (s) 3) (3) Part time) 
Maintenance men ae 
concession worker(s) 1 (15 Part time) 
comments 


New cafeteria-style concessions, 1979; new brine pumps, 1979; 


new seats, 1979-1980. 


revenue 


Admissions and Rentals: (of ice surface) 


Minor hockey $25,620.00 
OHA hockey 35,256.00 
Figure skating, hockey 38,195.00 
Special events S27 69)..0'0) 


Total 


Additional Revenue: 


$131,240.00 


Concessions $58,800.00 
Skate sharpening 150.00 
Total $58,950.00 


TOTAL REVENUE 


expenditure 


Salaries and Wages: 


Total 


Arena Administration: 


$190 190.00 


$112,000.00 


Junior hockey $25,000.00 s 
Contractual services 700.00 
Advertising 150.00 

Special events 18,000.00 

Total $43,850.00 


Maintenance and Repairs: 


Building $16,000.00 

Equipment 5,500.00 

Total $21,500.00 
Materials and Supplies: 

Office $ 2,600.00 

Other 500.00 

Total $ 3,100.0C 
Utilities: 

Hydro $19,000.00 

Natural gas 19,000.00 

Water and sewer 55.5100...0.0 

Telephone 1,500.00 

Total $45,000.00 


TOTAL EXPENDITURES 


surplus/deficit 


$225,450.00 


{$s 35,260.00) 


sudbury 


"> 


Population: 92,074 
Bua 9219173 
Cost: $650,000 


carmichael arena 


Other arenas in municipality: 5 


physical characteristics 


2,388m- (25,700 ft.) 


e total area of building: 
e dimensions of ice surface: 56m by 26m (185 ft. DYVeSo eet 
e type of ice = artrfacival 
e capacity of ice plant - 80 hp. 
e refrigeration system - ammonia brine 
e floor - insulated concrete 
e boards - permanent plastic 
e screens - plastic 
e heating - ancillary areas - forced air 
- spectator areas = forced air 
e lighting - mercury vapor 


e building construction - 
e spectator capacity = 
e 225 parking spaces 

® ancillary facilities: 
dressing rooms 
referees' room 
first aid room 
office (s) 
ticket booth 
multipurpose r 


Oe ee es 


e other facilities 


steel, concrete block 
seating 350 
standing room 650 


4 concession 

1 skate sharpening room 

2 public washroom(s) 

1 ice resurfacer room 

3 storage room(s) 

1 refrigeration and 
boiler room 


com 


2 softball fields 


programming 
e year round ice =—iNno 
e opening date - Sept. 24 
e closing date = Apr. 6 
e summer uses - Ball hockey, beerfest 
e daily operating hours - 16 hrs. 
Staff 
manager (2 rinks) 


cler:cal(s) 

rink attendant (s) 
maintenance men 
concession worker (s) 


revenue 


Admissions and Rentals: ( 


Public skating $ 
General surface rentals 6 
Other 

Total 

Additional Revenue: 


Concessions $3 


Total 


TOTAL REVENUE 


expenditure 


Salaries and Wages: 


Total 


Arena Administration: 


Advertising $ 
Insurance 


Total 


Maintenance and Repairs: 


Building $1 
Equipment 


Total 


Materials and Supplies: 


Concessions $2 
Office 

Other 

Total 

Hydro, gas $4 


Total 


TOTAL EXPENDITURES 


surplus/deficit 


at 

1 Part time 
3 Part time 
3 
7 


Part time 


of ice surface) 
1,082.00 
4,450.00 
1,898.00 


$67,430.00 


4,812.00 


$34,812.00 


$102,242.00 


$67,324.00 


58.00 
2,819.00 


$2,877.00 


5,343.00 
4,269.00 


$19,612.00 


0,762.00 
1,449.00 
718.00 


$22,929.00 
0,788.00 
$40,788.00 


($_ 51,288.00) 


>) 


vanier 


vanier arena 


Population: e283 
Built: 1967, 1980 
User populetion: 18,283 


physical characteristics 


e total area of buildina: 2,880m- (31,00C ft.°) 
e dimensions of ice surface: 53m by 23m (175 ft. py 75 ft.) 
e type of ice = artificial 
@ capacity of ice plant - 74 tons (250 hp.) 
e refrigeration system - direct ammonia 
@ floor - concrete 
@ boards - portable plastic 
® screens - plastic 
e heating - ancillary areas - gas forced air 
- spectator areas - gas 
e lighting - mercury vapor 
® building construction - steel, concrete block 
- steel roof 
® spectator capacity - seating 652 


- standing room 300 
@® 161 parking spaces 
@ ancillary facilities: 


4 dressing rooms 2 public washrcom(s) 
1 first aid room 1 ice resurfecer room 
3 multipurpose room(s) 1 stcrage rcom 
1 concession 1 refricaeration and 
boiler room 
programming 
® year round ice = no 
@ opening date - September 
e closing date ~ April 
e summer uses - ball hockey, roller skating, 
special events 
@ daily operating hours - 14 hrs. 
staff 
foreman 1 
clerical 3 
rink attendant(s) 6 (plus Part time) 


revenue 


Admissions and Rentals: (of ice surface) 


Rentals $54,803.00 


Total $54,803.00 


Additional Rentals: 


Multi-purpose hall $ 3,846.00 
Total $ 3,846.00 


Additional Revenue: 


Concessions 
Skate sharpening 


$27,684.00 
4,442.00 


Total $32,126.00 


TOTAL REVENUE $90,775.00 


expenditure 


Salaries and Wages: 


Total $89,000.00 


Maintenance and Repairs: 


Building, equipment $44,759.C0 


Total $44,759.00 
Utilities: 


$14,000.00 


Hydro, water 

Natura? gas 8,200.00 

Total $22,200.00 

TOTAL EXPENDITURES $155,959.00 
surplus/deficit ($ 65,184.00) 
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wilson park arena 


Population: 138,271 
Built: 1966 
Cost: $400,000 


Other arenas in municipality: 7 
User population: 40,000 


physical characteristics 


e total area of building: 2,323m* (25,000 £t.*) 

e@ dimensions of ice surface: 56m by 26m (185 ft. by 85 ft. 

e type of ice =anerevcial 

@ capacity of ice-plant - 2-30 hp., 1-50) hp: 

e refrigeration system - freon brine 

® £koor = Concrete 

@ boards - permanent plastic 

® screens - glass on sides, chainlink 
on ends 

e heating - ancillary areas - forced air 

@ lighting - mercury vapor 


@ building construction - wood, concrete 
- laminated wood beam roof 
e spectator capacity - seating 300 
- standina room 600 
e 40 parking spaces 
@ ancillary facilities: 


4 dressing rooms 1 skate sharpening room 
1 referees' room 2 public washroom(s) 
1 office 1 ice resurfacer room 
} concession 1 storage room 
1 refrigeration and 
boiler room 
e other facilities - 4 playing fields, 
1 outdoor pool 
programming 
@ year round ice = no 
® opening date =e OCt iy. 
@ closing date =a ADI 
@® summer uses - Lacrosse, ball hockey 
@ daily operating hours - 17 hrs. 
staff 
manager i | 
rink attendant (s) 2 Full time (3 F/T winter) 
concession worker(s) 4 Part time 
other (s) 4 Part time 
comments 


The arena rents tractors, icers and edgers from the City 
Works Department. 


revenue 


Admissions and Rentals: (of ice surface) 


Ice rentals $60,081.00 

Summer rentals 4,685.90 

Public skating 3,493.00 

Roller skating 300.006 

Total $68 ,559-00 
Additional Rentals: 

Field rentals $ 2,101.00 

Total $2.2, 200.100 
Additional Revenue: 

Concessions $30,107.00 

Skate sharpening 2,938.00 

Other 250.00 

Total $33,295.00 


TCTAL REVENUE $103,955.00 


expenditure 


Salaries and Wages: 


Total $73,007.00 


Materials and Supplies: 


Supplies $17,105.00 

Equipment rented 4,472.00 
Concessions 16,317.00 

Total $37,894.00 
Operating Expenses 

Operating $17,812.00 

Total $17,812.00 


TOTAL EXPENDITURES $128,713.00 


surplus/deficit ($_ 24,758.00) 


Pir Oe? 44" =. 1S Sulu 


oshawa oa toronto 


| i. | 
4. george bell arena 


i" 


north oshawa arena 


Population: 115,486 Population: 630,487 


Built: 1968 Built: 1961, 1963 
Costs $223,000 3 ’ Cost: $1.0 million, $15,000 
Other arenas in municipality: 5 Other arenas in municipality: 6 municipally-owned 
physical characteristics physical characteristics 
e total area of building: 2,698m- (29,044 et.7) e total area of building: 4,515m* (48,600 £t.7) 
e dimensions of ice surface: 61m by 27m (200 ft. by 90 ft.) e dimensions of ice surface: 56m by 24m (185 ft. by 80 ft. 
e type of ice © - artificial e type of ice = artificial 
e@ capacity of ice plant - 90 hp. e capacity of ice plant - 110 hp. 
e refrigeration system - ammonia brine e refrigeration system - direct ammonia 
e floor = concrete e floor - concrete 
e boards - permanent plastic e boards - permanent plastic 
e screens : - plastic ; e screens - glass at ends 
e heating - ancillary areas - forced air, O11 e heating - ancillary areas - hot water 
— spectator areas - radiant - spectator areas - hot water 
e lighting k - mercury vapor e lighting - mercury vapor 
e building construction - steel, concrete e building construction - steel, concrete block 
‘ = steel roof - concrete slab roof 
e spectator capacity - seating 300 e spectator capacity - seating 1,142 
- standing room 700 - standing room 500 
e 250 parking spaces e 220 parking spaces 
e ancillary facilities: e ancillary facilities: 
4 dressing rooms § dressing rooms 2 concession 
bt referees! room 1 referees' room 1 skate sharpening room 
fl office } first aid room 4 public washroom(s) 
1 ticket booth 2 office(s) 1 ice resurfacer room 
2 ticket booth (s) 1 storage room 
programming ] multipurpose room 2 refrigeration and 
boiler room(s) 
@ year round ice Thee) 
@ opening date = Sept. programming 
e closing date = Apr. 
e summer uses - Closed e year round ice, = no 
e opening date =ESepty 
staff e closing date S lebery 
4 Full time, 4 Part t2me e daily operating hours - 12 hrs. 
comments staff 
; 2 Full time year-round 
Schools use the arena. The manager's and clerk's salaries 5 Full time during season 
are shared by another arena. 9 Part time 
revenue revenue 
Admissions and Rentals: (of ice surface) Admissions and Rentals: (of ice surface) 
Public skating $ 7,908.00 Hockey rentals $123,940.00 
General surface rentals 86,610.00 
Other 3,258.00 Total $123,940.00 
Total $97,776.00 Additional Rentals: 
Additional Revenue: T.V. rentals $ 9,424.00 
Concessions $ 2,037.00 Total $9,424.00 
Vending commissions 3,624.00 
Additional Revenue: 
Total $ 5,661.00 
Skate sharpening 5 1,850:.:00 
Vending commissions 49,700.24 
TOTAL REVENUE $103,437.00 
Total $ 51,550.24 
expenditure 
] ,914.24 
Salaries and Wages: AOR EESDEVENOE ees 
Total $91,247.00 expenditure 
Arena Administration: Salaries and Wages: 
Professional develop- Total SEAN 
ment $ 1,596.00 r 
Insurance 1,158.00 Arena Administration: 
Total S 2,754.00 Administration $14,410.00 
Maintenance and Repairs: Total SLAY 220.00 
> 
Building S$ 5,829.00 Maintenance and Repairs: 
' : 
Equipment 5 1292100 aeonseine $10,502.00 
Total $11,558.00 Equipment 5, 718.00 
Total $16,220.00 
Materials and Supplies: 
Materials and Supplies: 
Construction S 1,835.00 
Custodial 1,934.00 Materials $ 4,905.00 
Equipment 125.00 
Uniforms 187.00 Total $ 4,905.00 
Resurfacer rental 4,485.00 g 
Office 199.00 Utilities: 
Other 152.00 
Hydro, oil, water, 
Total Sw8 OT T00) sewer $32,176.00 
Telephone 1,463.00 
Utilities: Total $33,639.00 
Hydro $20,111.00 
Heat 8,081.00 TOTAL EXPENDITURES $164,182.00 
Water and sewer 4,455.00 ag ae ee 
Tel 09.00 
Sects ; surplus/deficit $20,732.24 
Total $33,156.00 
TOTAL EXPENDITURES $147,632.00 


surplus/deficit ($ 44,195.00) 


espanola 


hf espanola swimming pool 


Population: 5,760 
Built: 1956, 1970, 1980 
Other pools in municipality: none 


physical characteristics 


e shape - L-shaped 
e dimensions - length: 25m (82 ft.) 

- width: 10.67m (35. ft.) 

= Yengthis 22.85m (75. £62) 

- depth: 1.07m to 366m (3.5: Ft. to 22) .£0.) 
diving equipment: 1l-1lm and 1-3m boards 
additional pools: wading pool 
spectator capacity: 300 
heating unit: yes 
filter medium: granular 
filtration method: pressure 
disinfecting agent: powdered chlorine 

- control system: manual 
space heating: electric 
lighting: incandescent 
30 parking spaces 
ancillary facilities: 


e@eeeo7eee? 


dressing/locker rooms 
showers 

public washrooms 
office 
filter/mechanical room 


RPrRNNN 


e other facilities: park storage building is attached 


programming 

® year round operation: no 

@ opening date: June lst 

@ closing date: Sept. lst 

e daily operating hours: 12 hours 

e instructional programs: yes 

staff 
manager - 1 seasonal 
assistant manager - 1 seasonal 
senior lifeguards - 3 seasonal 
junior lifeguard - 1 seasonal 

1 


toteroom attendant-— seasonal 


revenue 


Additional Revenue: 


Program registration 
fees S$ 6,474.00 


Total $ 6,474.00 


TOTAL REVENUE $ 6,474.00 


expenditure 


Salaries and Wages: 


Toca SUS ue rae nay: 
Pool Administration: 

Memberships S 27.00 

Total iS 27.00 


Maintenance and Repairs: 


Building, equipment $1,904.30 


Total $1,904.30 


Materials and Supplies: 


Chemicals Sep DOG SO. 


Total S 1,558) '8:0 


Utilities: 


Hydro $ 118.80 
Oil 32.01 
Telephone 150.09 
$ 300.90 
TOTAL EXPENDITURE SL OOGe La 
surplus/deficit ($11,094.17) 
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oe hanover 


of kinsmen memorial 
: < swimming pool 


Population: 6,082 

Built: 1947 

Cost: $5,200 

Other pools in municipality: none 
User population: 10,500 


physical characteristics 


e dimensions - length: 22.86m (75 ft.) 
—"Wwidths ld 2em (Si7) ft.) 
—‘depth? 1 07m to 32. 05m (3.55: St. co a0! “etry 
e capacity in persons: 225 
e water capacity: 445,900L (98,000 gals.) 
e additional pools: 7.62m by 6.10m (25 ft. by 20 ft.) 
wading pool 
e heating unit: 8,500 BTU/hr. 
e filter medium: granular 
e filtration method: high rate 
e disinfecting agent: liguid chlorine 
- control system: chlorinator 
e lighting: high intensity discharge, incandesvent 
e 80-90 parking spaces 
e ancillary facilities: 


2 dressing/locker rooms 1 staff room 

2 showers 1 ticket, booth 

1 public washroom 1 storage room 

1 first aid room 1 filter/mechanical room 
1 office 


@ other facilities: in park with camping, fitness trail, 
band shell, picnic area, 2 multi- 
purpose areas. 


programming 


year round operation: no 

opening date: May 24th 

closing date: Sept. 8th 

daily operating hours: 13 hrs. 
instructional programs: yes 
enrollment: 700 

concessions: none 

public swimming attendance: 15,300 


staff | 


assistant manager - l toteroom attendant - 1 
senior lifeguards - 4 cashier esi 
junior lifeguards - 2 maintenance = Part) eime 
revenue 
Rentals: 
School rentals $1,300.00 
Special events 200.00 
Total $2,500.00 
Admissions: 
Public swimming $2,980.00 
Annual memberships 1,050.00 
Total $4,030.00 
Additional Revenue: 
Program registration 
fees $5,550.00 
Grants 300.00 
Total 5, 850...00 
TOTAL REVENUE $11,380.00 
expenditure 
Salaries and Wages: 
Total $12,700.00 
Pool Administration: 
Professional develop- 
ment $ 200.00 
Bank charges 25.00 
Advertising 250.00 
Insurance 300.00 
Total $__775.00 
Maintenance and Repairs: 
Grounds $ 100.00 
Building 340.00 
Equipment 576.00 
Total $ 1,016.00 
Materials and Supplies: 
Program $ 250.00 
Chemicals 2,800.00 
Custodial 3,300.00 
Equipment 300.00 
Office 50.00 
Total $ 6,700.00 
Utilities: 
Hydro $ 725.00 
Natural gas 3,520.00 
Water and sewer 300.00 
Telephone 155.00 
Total $ 4,700.00 
TOTAL EXPENDITURES $25,891.00 
surplus/deficit ($14,511.00) 


st. marys 


hg cadzow pool 


Population: 4,791 
Built: pre-1950 
Other pools in municipality: none 


physical characteristics 


e shape - rectangular 

e dimensions - length: 22.86m (75 ft.) 
= wadthy G0 Xo7me (35 (he) 
="depth: 0.é6im to 1.37m (2 ft. to 4.5. £t.) 

capacity in persons: 300 

diving equipment: none 

additional pools: none 

spectator capacity: 300 

heating unit: yes 

filter medium: granular 

filtration method: pressure 

disinfecting agent: chlorine gas 

lighting: guartz iodine 

50 parking spaces 

ancillary facilities: 


2 dressing/locker rooms 
2 public washrooms 

1 staff room 

1 storage room 

1 filter/mechanical room 


programming 


year round operation: no 

opening date: July lst 

closing date: Labour Day 

daily operating hours: 11 hrs. 
instructional proarams: yes 

public swimming attendance: 10,000 


_Staff 


8 Full time seasonal 
3 Part time seasonal 


revenue 
Admissions: 


Public swimming, 
program $10,100.00 


Total $10,100.00 


Additional Revenue: 


Concessions $ 8,600.00 

Total $ 8,600.00 

TOTAL REVENUE $18,700.00 
expenditure 


Salaries and Wages: 


Total $15,000.00 (est.) 


Pool Administration: 


Professional develop- 
ment $ 500.00 


Total $ 500.00 


Maintenance and Repairs: 


Building $3,500.00 

Equipment 165.00 

Total $ 3,665.00 

Materials and Supplies: 

Chemicals $ 140.00 

Custodial 900.00 

Fuel 800.00 

Other 300.00 

Total $ 2,140.00 

Utilities: 

Hydro $ 200.00 (est.) 

Oil 1,000.00 (est.) 

Water and sewer 392.00 

Total $1,592,500 est.) 

TOTAL EXPENDITURES $22,897.00 (est. 
surplus/deficit ($_ 4,197.00) (est. 


spencerville 


edwardsburgh 
community pool 


Population: 4,397 

Builes 1977 

Cost: $110,336 

Other pools in municipality: 1 outdoor 


physical characteristics 


@ shape - rectangular 
e dimensions - length: 25.60m (84 ft.) 
= width: aula i npsreerte) 
- depth: 0.91lm by 3.05m (3 ft. by 10 ft.) 
capacity in persons: 160 
water capacity: 568,875L (125,000 gals.) 
diving equipment: 1l-lm board 
additional pools: none 
heating unit: none 
filter medium: granular 
filtration method: pressure 
disinfecting agent: powdered chlorine 
- control system: chlorinator 
space heating: electric 
lighting: fluorescent incandescent 
100 plus parking spaces 
ancillary facilities: 


dr-ssing/locker rooms 
showers 

public washrooms 
office 

ticket booth 
filter/mechanical room 


PReENNN 


programming 


year round operation: no 
opening date: June 23rd 
closing date: Sept. lst 
daiiy operating hours: 43/wk. 
instructional programs: yes 
enrollment: 240 


staff 


assistant manager = 
maintenance = 
lifeguards/instructors 
volunteers = 


wRPPH 


revenue 
Admissions: 


Public swimming $ 250.00 
Annual memberships 480.00 


Total $ 730.00 


Additional Revenue: 


Program registration 
fees $ 1,500.00 
Grants 250.00 


Total 91, 75000 


TOTAL REVENUE $ 2,480.00 


expenditure 


Salaries and Wages: 
Total $8,800.00 


Pool Administration: 


Memberships = 115,00 
Advertising 270.00 
Insurance 203.00 


Total $588.00 


Maintenance and Repairs: 


Building, grounds, 
equipment $ 300.00 


Total $300.00 


Materials and Supplies: 


Program $ 42.00 
Supplies 2,760.00 


Total $2,802.00 


Utilities: 


Hydro $1,530.00 
Telephone 166.00 


Total $1,696.00 


TOTAL EXPENDITURES 


surplus/deficit 


$14,186.00 


($11,706.00) 
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— winchester 


hf winchester swimming pool 


pulation: 1,9 
Buiiltes 1967, 19 


physical characteristics 


e shape - rectangular 
dimensions - length: 22.86m (75 ft. 
- width: 10.67m (35 ft.) 


- depth: 0. 
capacity in persons: 115 
water capacity: 568,750L (125,000 gals.) 
diving equipment: 1l-lm board 
additional pools: none 
spectator capacity: 100 


neating unit: 670,000 


91m to 2. 74m (eer treroMsescee) 


BTU/hr. 


filter medium: granular 
filtration method: high rate 
disinfecting agent: powdered chlorine 


- control system: chlorinator 


e ancillary facilities: 


is) 


showers 


office 


RPRPRRNK 


lighting: incandescent, fluorescent 
shared parking spaces 


dressing/locker rooms 
public washrooms 
multi-purpose room 


storage room 
filter/mechanical room 


e other facilities: playground, picnic area, 
arena, park 


programming 
e year round operation: no 
@ opening date: June 29th 
e closing date: Sept. 3rd 
e daily operating hours: 12 hrs. M-F; 6 hrs. S=S 
e instructional programs: yes 
e enrollment: 300 
staff 

manager = TY rPare time 

senior lifeguard - 1 seasonal 

junior lifeguards - 5 seasonal 

volunteers =e 
comments 
Do not heat change room building. 
revenue 
Admissions: 
Public swimming $ 2,329.00 
Total SU 2 oe Dre 0: 
Additional Revenue: 
Program registration 

fees S$ 5,000.00 

Total $5,000.60 
TOTAL REVENUE Spee e00. 
expenditure 
Salaries and Wages: 
Total $10,684.00 
Pool Administration: 
Other $ 279.00 
Total $ 279.00 
Maintenance and Repairs: 
Building, equipment $ 8,506.00 
Total $ 8,506.00 
Materials and Supplies: 
Chemicals, equipment $ 1,402.00 
Office 241.00 
Total S_27:693 00 
Utilities: 
Hydro, water, sewer $ 748.00 
Propane L, S71,500 
Total $_2,319.00 
TOTAL EXPENDITURES $23,431.00 
surplus/deficit 
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($16,102.00) 


cobourg 


hog centennial swimming pool 


Population: 11,222 
Built: 1967 


physical characteristics 


e shave - rectangular 
@ dimensions - length: 22.86m (75 ft.) 
= widths Lisdam (37.5: ft} 
= depths Lodvm to Sl 35m (3.5 ft. te RL - ft.) 
capacity in persons: 200 
diving equipment: 1l-lm, 1-3m, 1 non-competitive 
boards 
additional pools: none 
heating unit: yes 
filter medium: granular 
filtration method: pressure 
disinfecting agent: liquid chlorine 
- control system: chlorinator 
space heating: forced air 
lighting: flourescent, quartz iodine 
e ancillary facilities: 


2 dressing/locker rooms 1 staff room 

2 showers 1 ticket booth 

2 public washrooms 1 multi-purpose room 

1 first aid room 1 storage room 

1 office 1 filter/mechanical room 


e other facilities: pool is located in a community park 
programming 
e year round operation: no 


e opening date: June 
e closing date: Sept. 


revenue 
Rentals: 
Rentals $ 500.00 


Total $ 500.00 


Admissions: ! 
Public swimming $ 5,000.00 


Total $ 5,000.00 


Additional Revenue: 


Program registration 


fees $12,500.00 
Other 450.00 
Total $12,950.00 
TOTAL REVENUE $18,450.00 


expenditure 


Salaries and Wages: 


Total $33,400.00 


Pool Administration: 


Bank charges $ 100.00 
Advertising 300.00 
Travel 50.00 
Other 625.00 
Total $ 1,075.00 


Maintenance and Repairs: 


Building $ 400.00 


Total $ 400.00 


Materials and Supplies: 


Chemicals $1,800.00 

Equipment 650.00 

Office 175.00 

Total $2,625.00 

Utilities: 

Hydro $ 500.90 

Heating 1,800.00 

Water and sewer 500.00 

Telephone 150.00 

Total $ 2,950.00 

TOTAL EXPENDITURES $40,450.00 
surplus/deficit ($22,000.00) 


Note: Figures show budget, not actual expenditures 
and revenues. 


grimsby 


coronation park 
swimming pool 


Population: 15,515 
Built: 1963 


physical characteristics 


eeeeoeeeeee 


ee 


shape - rectangular 
dimensions - length: 25m (82 ft.) 
WaGthreeelom (50) ft.) 
depth: 0.9lm by 2.74m (3 ft. by 9 ft.) 
capacity in persons: 200 
water capacity: 893,620L (196,400 gals.) 
diving equipment: l-1m board 
additional pools: none 
spectator capacity: portable bleachers 
heating unit: none 
falter medium: granular 
filtration method: vacuum 
disinfecting agent: powdered chlorine 

- control system: manual 
lighting: incandescent 
100 parking spaces 
ancillary facilities: 


dressing/locker rooms 
showers 

public washrooms 
office 

staff room 
filter/mechanical room 


rPRrENNN 


other facilities: in a park that has play equipment 


programming 


year round operation: no 
opening date: June 29 

closing date: Labour Day 

daily operating hours: 12.5 hrs. 
instructional programs: yes 
enrollment: 2,000 

concessions: none 


staff 


16 Part time 


revenue 


Admissions: 


Public swimming $1,908.50 
Annual memberships 568.00 


Total $ 2,476.50 


Additional Revenue: 


Program registration 


fees $8,188.75 
Grants 3,310.00 
Surplus LOIS eS 
Total $137,292.08 
TOTAL REVENUES $15,668.58 


expenditure 


Salaries and Wages: 
Total S2874 56 2d 


Pool Administration: 


Professional develop- 


ment $ 25.00 
Insurance 200.00 > 
Reserve 2,000.00 
Other 237.00 
Total $ 2,462.00 


Maintenance and Repairs: 


Building S 907.49 
Equipment 744.08 
Total een ssp bys 


Materials and Supplies: 


Program S: 7632. 02 
Chemicals 2,485.12 
Custodial 193).57 
Uniforms edoieie 
Office 107.65 
Other 121.54 
Total Ue ee tehg deg dh 


Utilities: 


Hydro, heating, water SP 52/05 00 


Telephone 120.76 

Total $640.76 

TOTAL EXPENDITURES $32,468.25 
surplus/deficit ($16,799.67) 


om london 


LZ byron optimist pool 


Population: 261,841 

Built: 1969 

Cost: $70,500 

Other pools in municipality: 12 outdoor 
User population: 8,500 


physical characteristics 


e dimensions - length: 22.86m (75 ft.) 
- width: 12.80m (42 ft.) 


= depth: 02:84) to 1 252m) (2.75 9cteeto S ft. 


e capacity in persons: 235 
e diving equipment: 2-1lm boards 
e additional pools: wading pool; 6.1m by 10.67m 

(20 ft. by 35 ft.) diving well 
e spectator capacity: 250 
e heating unit: none 
e filter medium: granular 
e filtration method: pressure 
e disinfecting agent: chlorine gas 

- control system: chlorinator, 
ph automatic feeder 

space heating: none 
lighting: incandescent 
150 parking spaces 
ancillary facilities: 


dressing/locker rooms 
showers 

public washrooms 

staff room 

ticket booth 
filter/mechanical rooms 


NR RFNNN 


programming 


year round operation: no 

opening date: June 28th 

closing date: Sept. 5th 

daily operating hours: 7.5 hrs. 
instructional programs: yes 
enrollment: 520 

public swimming attendance: 8,750 


Staff 


eeeee#ed0e 


manager - 1 Part time 
senior lifeguard - 1 
junior lifeguards - 5 

revenue 


Admissions and Program: 


Admissions and lessons $5,662.00 


Total $5,662.00 


TOTAL REVENUE $5,662.00 


expenditure 


Salaries and Wages: 


Total $12,526.00 


Materials and Supplies: 


Program = 529'.00 

Chemicals, equipment 2,676.00 

Transportation 114.00 

Office Bava 00 

Total $12,092).00 
Jtilities: 

Hydro, water, sewer $ 1,232)..00 

Total $1,132..0:0 

TOTAL EXPENDITURES $25,750.00 
surplus/deficit ($20,088.00) 
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scarborough 


halbert park outdoor pool 


Population: 427,503 
Other pools in municipality: 6 outdoor 


physical characteristics 


e shape - rectangular 
e dimensions - length: 23m (75 ft.) 

- width: 13m (43 ft.) 

= depth: . 0.9m Eo lism. (3 fie tors fe.) 
capacity in persons: 165 
water capacity: 409,140L (89,920 gals. 
diving equipment: none 
additional pools: none 
heating unit: none 
filter medium: granular 
filtration method: high rate 
disinfecting agent: chlorine gas 

- control system: manual 
lighting: mercury vapor 
e ancillary facilities: 


shower 

public washrooms 
office 
filter/mechanical room 


PRP 


® other facilities: ball diamonds, Playground 


programming 

@ year round operation: no 

® opening date: June 

e closing date: Sept. 

e daily operating hours: 10 hrs. 

e instructional programs: yes 

staff 
manager =—EOPUEI came 
assistant manager = 1 Part time 
clerical - 1 Part time 
instructor lifeguards - 3 Full time 
wading pool attendants- 3 Part time 
volunteers - yes 

comments 


Are experiencing a drop in attendance. 


revenue 


Admissions: 
Public swimming O27 09 Ie RO! 


Total SARI Cer eho) 


Additional Revenue: 


Program registration 
fees $ 800.00 


Total $ 800.00 


TOTAL REVENUE $3,599.70 


expenditure 


Salaries and Wages: 


Total Si 3 7.9 deer 


Maintenance and Repairs: 


Building, equipment $ 744.48 


Total & 


Materials and Supplies: 


Chemicals $1,801.60 
Custodial 340.09 
Equipment 380.76 


Total S02, p2e.AS 


Utilities: 
Hydro So) Gs. Ss 


Propane 2,887.77 
Water and Sewer 1,329.00 


Total $4,993.72 


TOTAL EXPENDITURES $22,174.92 


surplus/deficit ($18,575.22) 
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ar toronto 


he eglinton park pool 


Fopulation: 630,487 

BuLles eL9539 

Cost: $243), 344 

Other pools in municipality: 12 outdoor, 9 indoor, 
16 indoor with schools 


physical characteristics 


e shape - rectangular 
e dimensions - length: 45.72m (150 ft.) 
= width: 15.24m ( 50 £t.) 
= depths 107m to 1.68m (3.5 £t..0 tonS..5* £1 
capacity in persons: 422 
water capacity: 850,850L (187,000 gals.) 
diving equipment: none 
additional pools: Wading pool 
filter medium: diatomaceous earth 
filtration method: pressure 
disinfecting agent: chlorine gas and powder 
- control system: automated chemical 
control 


eeeee0e092e? 


e space heating: gas 
e lighting: fluorescent incandescent 
e@ parking: none 
e ancillary facilities: 
dressing/locker rooms 
showers 
public washrooms 
office 


staff room 
storage rooms 
filter/mechanical room 


PNR RPNWW 


e other facilities: artificial ice arena, 
community centre, park 


programming 


year round operation: no 

opening date: June 13 

closing date: Sept. 7 

daily operating hours: 11 hrs. 
instructional programs: none 
concessions: leased / 
public swimming attendance: 970,000 


staff 


manager = 
assistant manager - 
senior lifeguards 
junior lifeguard 

locker attendants - 
maintenance = 


' 
WOrOr- 


revenue 


TOTAL REVENUE 


wy 
[o) 
2) 
oO 


expenditure 


Salaries and Wages: 


Total $60,399.56 


Maintenance and Repairs: 


Building, equipment $6,348.00 


Total $ 6,348.00 


Materials and Supplies: 


Chemicals $1,813.62 

Office 4.75 

Other 813.80 

Total S 2,632.17 
Utilities: 
All utilities $8,980.17 


Total $_ 8,980.17 


TOTAL EXPENDITURES $78,359.90 


surplus/deficit ($78,359.90) 


bracebridge centennial 
< centre pool 


% 


Population: 8,716 

Built: 1975 

Cost: $800,000 

Other pools in municipality: none 


physical characteristics 


e shape: - rectangular 
e dimensions - length: 25m (82.5 ft.) 
« - width: 12.8m (42 ft.) 


= depth: LROVM to) se2m (SSS fs to 10.5 fe.) 
@ capacity in persons: 177 
e water capacity: 1,137,500L (250,000 gals.) 
e diving equipment: lm board 
e spectator capacity: lounge above 
e filter medium: diatomaceous earth 
e filtration method: vacuum 
e disinfecting agent: chlorine gas 
- control system: manual 
e space heating: forced air gas 
e lighting: high intensity discharge 
e 90 parking spaces 
e ancillary facilities: 
2 dressing/locker rooms 1 multi-purpose room 
8 showers 2 storage rooms 
6 public washrooms 1 filter/mechanical room 
1 office 
1 


ticket booth 


e other facilities: auditorium 


programming 


year round operation: yes 

daily operating hours: 8 hrs. 
instructional programs: yes 
enrollment: 1,200 

public swimming attendance: 15,000 


staff 


manager a godt 

assistant manager - 1 (1 Part time) 
senior lifeguard - 1 

cashiers = 3 

maintenance ae 

volunteers = a's 


erece 


revenue 
Rentals: 
General rentals $10,333.00 

Total $10,333.00 
Admissions: 
Public swimming $ 8,461.00 

Total $ 8,461.00 
Additional Revenue: 


Program registration 
fees $15,147.00 


Total $15,147.00 


TOTAL REVENUE $33,941.00 


expenditure 


Salaries and Wages: 
Total $159,154.00 
Pool Administration: 
Professional develop- 

ment $ 1,664.00 
Contractual services 2, 710.100 


Advertising 270) 010 


Total $5,884.00 


Maintenance and Repairs: 


Building $17,018.00 

Total $17,018.00 
Materials and Supplies: 

Chemicals $ 1,758.00 

Office 4,418.00 

Total $ 6,176.00 


Utilities: 


Hydro $11,427.00 
Natural gas 21,996.00 
Water and sewer 1,964.00 
Total §$ 35,387.00 


TOTAL EXPENDITURES $22:3;,'619\.00 * 
surplus/deficit : 


*Expenditures for salaries, administration and office include 
all municipal facilities. 


fort frances swimming 
pool complex 


Population: 8,787 

Built: 1972 

Other pools in municipality: none 
User population: 15,000 


physical characteristics 


e shape - rectangular 
e dimensions - length: 25m (82 ft.) 
= width: 10.67m (35 £t.) 
= depth? 107@tow 290m! (3) Shite chon: tay) 


@ capacity in persons: 150 
e water capacity: 910,000L (200,000 gals.) 
e diving equipment: 1 spring board 
e additional pools: none 
@ spectator capacity: folding bleachers 
e filter medium: diatomaceous earth 
e filtration method: pressure 
e disinfecting agent: powdered chlorine 
- control system: manual 
e space heating: gas forced air 
e lighting: mercury vapor 
e 500 parking spaces (shared with arena) 
e ancillary facilities: 
2 dressing/locker rooms 1 ticket booth 
8 showers 1 multi-purpose room 
2 public washrooms 2 storage rooms 
1 first-aid room 1 filter/mechanical room 
1 office 2 saunas 
1 staff room 1 fitness room 
programming 


@ year round operation: yes 
e daily operating hours: 12.5-13.5 hrs. 
e instructional programs: yes 


staff 2 Full time, 12 Part time 
revenue 
Rentals: 
School rentals 2 Si, LOD. 00) 
Other 4,992.00 
Total $8,777.00 
Admissions: 
Public swimming $15,629.35 
Annual memberships 14,220.00 
Total $29,849.35 
Additional Revenue: 
Program registration 
fees S$) 185550600 
Other 83771 
Total Sr, SUI eae 
TOTAL REVENUE $48,014.06 
expenditure 
Salaries and Wages: 
Total $66,560.85 
Pool Administration: 
Professional develop- 
ment $ 964.60 
Shipping 159.67 
Benefits 567.61 
Advertising 90.00 
Insurance 2,674.75 
Memberships 30.00 
Other nea eb: Seer 
Total $5,604.84 
Maintenance and Repairs: 
Cleaning $ 6,006.83 
Building 8,878.73 
Total $14,885.56 
Materials and Supplies: 
Program eS oo Le6S 
Chemicals Pope i eras) 5) 
Custoaial 1,608.28 
First aid 6.38 
Office 442.08 
Other 683.47 
Total $ 7,009.81 
Utilities: 
Hydro $ 6,738.70 
Natural gas 9,653.69 
Telephone 560.08 
Total $16,952.47 
TOTAL EXPENDITURES $111,013.63 


surplus/deficit ($_ 62,999.57) 


ae 


perth 


% 


Population: 5,648 

Built: 1977 

Cost: $500,000 (est.) 

Other pools in municipality: none 


physical characteristics 


shape - rectangular 
e dimensions - length: 25m (82 ft.) 
- width 14m (96 ft.) 


- depth: 0.94m to 3.23m (3.1 ft. 


capacity in persons: 150 
water capacity: 615,615L (135,000 gals.) 
diving equipment: spring board 
additional pools: none 
spectator capacity: 125 
filter medium: diatomaceous earth 
filtration method: vacuum 
disinfecting agent: liquid chlorine 

- control system: manual 
space heating: gas forced air, electric 
lighting: mercury vapor 
60 parking spaces 
ancillary facilities: 


2 dressing/locker rooms 
4 public washrooms 

1 office 

1 filter/mechanical room 


programming 


year round operation: yes 

daily operating hours: 7-14.5 hrs. 
instructional programs: yes 
enrollment: 5,000 

public swimming attendance: 17,000 


staff 


manager a F 
senior lifeguards - winter 5 Fuil time 


(18 Part time) 


junior lifeguards - summer 4 Full time 
maintenance = 
comments 


About 40% of use is from the school board 


revenue 
Rentals: 


School rentals $44,002.00 
Other 1,692.00 


Total $45,694. 


Admissions: 


Public swimming $14,170.00 


Total $14,170. 


Additional Revenue: 


Program registration 
fees $13,785.00 


00 


00 


Total $13,785. 


TOTAL REVENUE 


expenditure 


Salaries and Wages: 


Total $80,343. 


Pool Administration: 


Contractval services S$ 350.00 
Insurance 886.00 


00 


00 


Total $_1,236. 


Maintenance and Repairs: 


Maintenance 7,814.00 


an 


00 


Total $7,814. 


Materials and Supplies: 


Chemicals $ 7,440.00 
Custodial 1,400.00 
Office 1,708.00 


Total $10,548. 


Utilities: 


Hydro S$ 5,975.00 
Natural gas 6,615.00 
Telephone 397.00 


Total $12,987. 


TOTAL EXPENDITURES 


surplus/deficit 
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00 


00 


00 


perth and district 
< swimming pool 


ton LONG LES) 


$73,649.00 


$112,929.00 


($_ 39,279.00) 


pembroke 


oy 


pembroke kinsmen 
community pool 


Population: 14,010 


Built: 1963, 1972 (enclosed), 


Other pools in municipality: none 


physical characteristics 


1977-78 (renovated) 


2 


ripe Less) 


St) 
fe.) 
4am (Bie5: St: HES VEC) 


(120,000 gals.) 


system: automatic chlorinator 
and ph. 


staff room 
ticket booth 


storage rooms 


e total area of pool: 1,185m* (12 
e shape - rectangular 
e dimensions - length: 30.17m (99 
- width: 13.41m (44 
= depth: 7 .l.07m toiZs 
@ capacity in persons: 225 
® water capacity: 546,000L 
e diving equipment: no 
@ additional pools: outdoor wading pool 
@ spectator capacity: 300 
e heating unit: 1,040,000 BTU/hr. 
e filter medium: diatomaceous earth 
e filtration method: vacuum 
e disinfecting agent: chlorine gas 
= GoOnturod: 
@ space heating: gas and electric forced air 
e lighting: mercury vapor, fluorescent 
e 10 parking spaces 
@ ancillary facilities: 
2 dressing/locker rooms 
2 showers 
2 public washrooms 
1 first aid room 
2 offices 


1 
1 
1 multi-purpose room 
2 
2 


filter/mechanical rooms 


e other facilities: 6.10m by 12.19m (20 ft. by 40 ft.) 
wading pool 


programming 


year round operation: 


enrollment: 1,408 


Staff 


manager 
head lifeguard 


instructor lifeguards - 


maintenance 
volunteers 
clerical 


revenue 

School club rentals 
Total 

Admissions: 


Public swimming 
Annual memberships 


Total 
Additional Revenue: 


Program registration 
fees 


Total 


TOTAL REVENUE 


expenditure 
Salaries and Wages: 


Total 
Pool Administration: 
Insurance 


Total 


daily operating hours: 
instructional programs: yes 


public swimming attendance: 


yes 


WArOrFH 


$16,789.00 


$ 9,479.00 


2,549.00 


$23,708.00 


$ 956.00 


Maintenance and Repairs: 


Building, equipment 
Total 


Materials and Supplies: 


Chemicals 
Equipment, rented 
Equipment, new 
Handicapped project 
Other 


Total 

Utilities: 

Hydro, gas, water, 
sewer 

Space heating 

Telephone 


Total 


TOTAL EXPENDITURES 


surplus/deficit 


$ 4,845.00 


$ 4,821.00 
39.00 
1,826.00 
942.00 
2,280.00 


$ 6,579.00 
14.968.00 
656.00 


$12,028.00 


alloy teste, { 


20,204 


; 
Full time 
Part time , 
Full time, 1 Part time 


Part time 4 


$16,789.00 


“?)¢ 4 inwew® & 2a Me (ei Se — 


$23,708.00 


$52,525.00 


ea 


$76,915.00 


$ 956.00 ; 
is 


, 
Lf 
7 
» 
$9,908.00 | 


$22,203.00 ? 


$114,827.00 


($_ 62,302.00) ; 
wa 


ae 
. “e wilmot township pool 


Population: 10,738 Population: 140,649 
Buide: 19/73 Built: 1979 
Cost: $269,000 Cost: $730,955 
Other pools in municipality: none Other pools in municipality: 7 indoor 
User population: 10,000 User population: 57,000 
physical characteristics physical characteristics 
e shape - rectangular e total area of pool: 260m (2,799 fates 
e dimensions - length: 25m (82 ft.) e shape - free-form 
="“widthe 1228 (42 £t.) e dimensions - depth: 0.76m to 1.7m (2.5 ft. to 5.6 Shoe) 
S"géepth: 2.7m to 3.5m (3.5 £t. te 12.5 £t.) e capacity in persons: 180 
e capacity in persons: 186 e water capacity: 513,698L (112,901 gals.) 
e water capacity: 1,501,500L (330,000 gals.) e diving equipment: none 
e diving equipment: lm board e additional pools: wading pool, therapeutic pool 
e additional pools: none ® spectator capacity: viewing area 
e spectator capacity: 25 e filter medium: diatomaceous earth 
e heating unit: 550,000 BTU/hr. e filtration method: vacuum 
e filter medium: granular e disinfecting agent: chlorine gas 
e tiltration method: high rate - control system: manual 
e disinfecting agent: liguid chlorine e space heating: gas forced air 
- control system: manual e lighting: high intensity discharge, incandescent 
e space heating: gas forced air e shared parking 
e lighting: mercury vapor, flourescent @ ancillary facilities: 
e 8 parking spaces and 40 shared : 
q rk eu ae 2 dressing/locker rooms 
@ ancillary facilities: pea anos 
2 dressing/locker rooms 2 public washrooms 
2 showers 1 first aid room 
1 public washroom 1 office 
1 office 1 check room 
1 storage room 4 filter/mechanical rooms 
3 filter/mechanical rooms 1 whirlpool 
programming ® other facilities: arena, 2 auditoriums, 3 squash 
courts, fitness facilities, 
e year round operation: yes soccer, baseball fields, 
e-daily operating hours: 10-13 lawn bowling greens. 
e instructional programs: yes : 
e enrollment: 2,264 programming 
e@ public swimming attendance: 8,812 
e year round operation: yes 
staff e daily operating hours: 13-14 hrs. 
3 2A e instructional programs: ves 
Ree ent See e enrollment: 2,144 
i Fs , blic swimming attendance: 28 hrs./wk.in winter; 
lifeguarcs - 7-15 Full time, Part time Wee = g 42 ee Waeeciimere 
volunteers = 6 
staff 
revenue 
manager anil 
Rentals: assistant manager - 1 
clerical =i gl 
Locker rentals $ 88.00 facility operators - 5 
Other 800.00 other - 45 Part time 
Total $888.00 comments 
NGniiestions: Staff are responsible for entire complex. 
Public swimming $ 5,021.00 revenue 
Total $8510.20 00 Rentals: 
Additional Revenue: Benes Sy eS 
4 z apse S00 
Program registration pone se eI) 
fees $22,475.00 é : 
Other 1,567.00 idhizsssonee 
Total $24,042.00 Public swimming 930,177.00 
Total $30,177.00 
EODALSREVENUE EEA Additional Revenue: 
expenditure Program registration 
: 5 fees $52,555.00 
Salaries and Wages: ; , 
- Concessions 10,490.00 
Tot $43,541.00 
aes eg a Total $63,045.00 
Pool Administration: : 
Other $ 288.00 TOTAL REVENUE $96,380.00 
Total S$ __ 288.00 expenditure 
, : Salaries and Wages: 
Maintenance and Repairs: ‘ 
ier Total $80,686.00 
Building » 37 /832\.00 a ae 
Materials and Supplies: 
Total $_ 3,832.00 Se 
‘ ' Supplies $ 7,260.00 
Materials and Supplies: 
; Total $ 7,260.00 
Supplies $014) 77733.100 “hi ee 
VET tiles 
Total $4,731.00 a 
eee es Hydro $ 7,050.00 
Utilities: Natural gas 8,502.00 
Water and Sewer 5,184.00 
Hydro, water, sewer $ 5,809.00 
Natural gas 13,051.00 Total $20,736.00 
Telephone 369.00 
Total $19,229.00 TOTAL EXPENDITURES $108,682.00 
ficit ($ 12,302.00) 
_ TOTAL EXPENDITURES $71,621.00 surplus/de a 
surplus/deficit J SIS) 
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etobicoke 


alderwood pool 


Population: 292,045 

Built: 1959 

Cost: $220,000 

Other pools in municipality: 5 indoor, 15 outdoor 
User population: 16,000 


physical characteristics 
e total area of pool: 1,394m? (15,000 gees) 
e shape - rectangular 
e dimensions - length: 22.86m (75 ft.) 
- width: 12.80m (42 ft.) 
- depth: lm to 3.05m (3.3 ft. to 10 ft.) 


e capacity in persons: 166 
e water capacity: 600,600L (132,000 gals.) 
e diving equipment: 1l-lm board 
e additional pools: none 
e spectator capacity: 200 
e heating unit: 400,000 BTU/hr. 
e filter medium: diatomaceous earth 
e filtration method: vacuum, open tank 
e disinfecting agent: chlorine gas 
- control system: chlorinator 
e space heating: forced air, hot water 
e lighting: fluorescent 
e 100 parking spaces 
e ancillary facilities: 
2 dressing/locker rooms 1 ticket booth 
2 showers 1 multi-purpose room 
4 public washrooms 4 storage rooms 
1 first aid room 2 filter/mechanical rooms 
1 office 1 sundeck 
2 staff rooms 
programming 
@ year round operation: yes 
e daily operating hours: 14 hrs. 
e instructural programs: yes 
staff 
manager =a 
assistant manager ein al 
instructor lifeguards - 13 Part time 
toteroom attendants - 4 Part time 
maintenance - 1 Full time, 1 Part time 
voiunteers aa 
revenue 
Rentals: 
Rentals $ BS Ono) 
Total $ 530.00 
Additional Revenue: 
Program registration 
fees $28,000.C0 
Vending commissions 380.00 
Total $28,380.00 
TOTAL REVENUE $28,910.00 
expenditure 
Salaries and Wages: 
Total $109,060.00 
Pool Administration: 
Advertising $ 1,100.00 
Car allowance 990.00 
Red Cross 500.00 
Other 120.00 
Total SA L000 
Maintenance and Repairs: 
Grounds $ 2090.00 
Building 11,190.00 
Total $ 11,390.00 
Materials and Supplies: 
Chemicals $ 2,300.00 
Equipment 490.00 
Office 150.00 
Other 1,200.00 
Total $4,140.60 
Utilities: 
Utilities $25,000.00 
Total $ 25,000.00 
TOTAL EXPENDITURES $152,300.00 


—————————— 


($123,920.00) 


ee eee 


surplus/deficit 
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alfred 


rN 
alfred community centre 


Ww 
/\ 


Population: 1,070 

Built: 1976 

Costs: 57777000 

Other halls in municipality: church hall 


physical characteristics 

e total area of building: 297m" (3,200 cena} 

e dimensions of main hall: 9.75m by 15.24m 
(32 ££. by 50 £t.) 


@ capacity of main hall: 125 
e floor: concrete 
e heating: electric forced-air 
e lighting: fluorescent 
e building construction: concrete block 
e parking: yes 
e ancillary facilities: 
1 equipment storage room 
2 washrooms 
2 dressiny rooms 
1 concession 


® other facilities: outdoor rink, softball field, 
tennis courts 


programming 


e year round operation: yes 

e weekly operating hours - summer: 20 hrs. 
- winter: 20 hrs. 

e daily rental rates: free - $50.00 


staff 
maintenance - 1 Fart time 
volunteers - 3 

revenue 


Rentals and Fees: 


General rentals $13,870.00 


Total { $13,870.00 


TOTAL REVENUE $13,870.00 
expenditure 
Salaries and Wages: 


Total $ 4,801.00 


Maintenance and Repairs: 


$5,777.00 
795.00 


Building 
Equipment 


Total $6,572.00 


Materials and Supplies: 

Program $2,982.00 

Office 2,349.00 

Other 1,419.00 

Total $ 6,750.00 
Utilities: 

Hydro $8,988.00 


Total $8,988.00 


TOTAL EXPENDITURES $27,111.00 


surplus/deficit ($13,241.00) 


athol 


| 


cherry valley 
/ \ community centre 


Population: 1,247 
Built: pre-1900 
Other halls in municipality: none 


physical characteristics 


- Capacity of main hall: 100 
floor: wood 
heating: oil forced-air 
. lighting: fluorescent, incandescent 
- building construction: brick 
. 35 parking spaces 
» ancillary facilities: 


1 kitchen 
1 equipment storage room 
2 washrooms 


programming 


» year round operation: yes 

- weekly operating hours: 2 to 3 times per week 

- daily rental rates: free to residents for 
non-profit activities 


staff 
maintenance - 1] Part time 


revenue 


n 
(os) 
(=) 
°o 


TOTAL REVENUE 


expenditure 


Salaries and Wages: 
Total $457.65 


Hall Administration: 


Insurance Sir a B8SiiGo 


Total $183.65 


Maintenance and Repairs: 
Building $ 418.74 


Total $__ 418.74 
Utilities: 


Hydro So ese2a75 
Oil Vi 204)..V8 


Total S17556). 93 


TOTAL EXPENDITURES $2,616.97 


surplus/deficit ($2,616.97) 


culross 


formosa community centre 


Population: 1,712 
Built: 1949 
Other halls in municipality: one 


physical characterlstics 

total area of building: 743m* (8,000 eee) 

dimensions of main hall: 12m by 30m (40 ft. BYj 00) £9) 
+ Capacity of main hall: 249 - main floor, 350 -2nd floor. 
- floor: concrete, wood 

heating: oil forced-air 

lighting: fluorescent 

building construction: concrete block 

500 parking spaces 

ancillary facilities: 


1 cloakroom 1 boiler room 

1 stage 2 washrooms 

2 kitchens 1 dressing room 

2 bars 1 ticket booth 

1 equipment storage room 1 multi-purpose room 


other facilities: ball diamond, outdoor roller rink, 
playground 


programming 


year round operation: yes 
weekly operating hours - summer: 21 hrs. 
- winter: 21 hrs. 
- daily rental rates: $35.00 - $100.00 


staff 
manager - 1 Part time 
clerical - 1 Part time 
Maintenance - 1 Part time 
volunteers - 16 

revenue 


Rentals and Fees: 


Hall rentals $ 6,600.00 
Tournament & New Year's 19,670.00 
Total $26,270.00 


Additional Revenue: 


Bar $ 7,400.00 


Total $ 7,400.00 


TOTAL REVENUE $33,670.00 


expenditure 


Salaries and Wages: 


Total $2,670.00 


Hall Administration: 


Pensions and benefits Sj 285.00 
Bank charges 56.00 
Total $ 341.00 


Maintenance and Repairs: 


Building $ 4,031.00 


Total $ 4,031.00 


Materials and Supplies: 


Program $10,287.00 

Music license 21.00 

Bar 1,327.00 

Ice 287.00 

Pop 3, 111 010 

Office 50.00 

Other 1,718.00 

Total $16,801.00 

Hydro $ 1,455.00 

Oil 2,418.00 

Telephone 114.00 

Total $3,987.00 

TOTAL EXPENDITURES $27,830.00 
surplus/deficit ($_5, 840.00) 


al 


dorion community centre 


Population: 456 

Built: 1967 

Other halls in municipality: none 
User population: 800 


physical characteristics 

total area of building: 344m* 
capacity of main hall: 140 
floor: concrete 

heating: oil forced-air 
lighting: incandescent 
building construction: concrete block 
parking: yes 

ancillary facilities: 


(3,700 £t.?) 


e@eeeeee2eese 


1 stage 
1 kitchen 
l equipment storage room 
3 washrooms 
e other facilities: municipal offices and library 


programming 
® year round operation: yes 
@ weekly operating hours - summer: 45 hrs. 
- winter: 45 hrs. 
e daily rental rates: $10.C0 - $59.00 
staff 
maintenance - 2 Part time 
comments 
Building is not insulated at present, but will be in 1981. 


revenue 


Rentals and Fees: 


laird comm 


Ww 
/\ 


Population: 845 
Built: church, 1900's; converted 1946?; 
Other halls in municipaiity: one 


physical characteristics 


capacity of main hall: 100 

floor: wood 

heating: oil forced-air 

lighting: fluorescent, incandescent 
building construction: wood 

20 parking spaces 

ancillary facilities: 


1 kitchen 
1 boiler room 
4 washrooms 


eeee0ec8ecee2? 


programming 


® year round operation: yes 
@ daily rental rates: $10.00 - $50.00 


staff 


Maintenance - 1 Part time 
volunteers - yes 
revenue 


Rentals and Fees: 
General rentals $1,994.62 


Total 


TOTAL REVENUES 


expenditure 


unity centre 


renovations 1974 


dimensions of main hall: 8m by l6m (26 ft. by 52 ft. 


$1,994.62 


$1,994.62 


General rentals 


Total 


TOTAL REVENUE 


expenditure 
Hall Administration: 
Administration 


Total 


Maintenance and Repairs: 


Building 


Total 


Utilities and Operation: 


Utilities, supplies 


Total 


TOTAL EXPENDITURES 


surplus/deficit 


22 


$4,321.00 


$4,321.00 


$4,321.00 


$ TT =00 


$ Dis O0! 


$ 270.00 


$__ 270.00 


$9,366.00 
$9,366.00 
$9,713.00 


($5,392.00) 


Salaries and Wages: 


Total } = 944.03 


Maintenance and Repairs: 
Building $1,125.67 


Total SL pt Z5 eG 


Materials and Supplies: 
Custodial $ 240.78 


Total $ 240.78 


Utilities: 


Hydro $ 177.96 
Oil 1,387.78 


Total $1,565.74 


TOTAL EXPENDITURES $3,876.22 


surplus/deficit ($1,881.60) 


woodman drive park 
community centre 


ben bleeker auditorium 


Population: 35,102 Population: 73,055 

Built: 1970-71? Built: 1978 

Cost: $180,000 Cost: $450,000 

Other halls in municipality: 5 Other halls in municipality: 5 


User population: regional 


physical characteristics Biot CUabecierisucs 


2 total area of building: 1,097m? (11,809 £t.7) 


total area of building: 1,226m~ (32:00) £E. =) 


e 
e e dimensions of main hall: 16m by 27m (54 ft. by 90 ft.) 
e dimensions of main hall: 30m by 32m (100 ft. by 105 ft.) e capacity of main hall: 390 
@ capacity of main hall: 500 sitting, 830 with standing e flocr: tile over concrete 
e floor: concrete e heating: gas forced-air 
e heating: electric e lighting: mercury vapor 
e lighting: fluorescent e building construction: concrete block 
e building construction: concrete, brick e 60-70 parking spaces 
° 350 parking spaces e ancillary facilities: 
pac Lar ye cece ae es: l stage (portable) 4 washrooms 
2 cloakrooms 1 kitchen 2 dressing rooms 
l stage (portable) 3 equipment storage rooms 1 office 
1 kitchen . 1 boiler room 2 multi-purpose room 
3 equipment storage rooms 
4 washrooms ® other facilities: outdoor pool, tennis court, 
2 dressing rooms creative playground 
3 offices 
2 multi-purpose rooms programming 
rogrammin 
Bred 9g 2 ® year round operation 
@ year round operation: yes e weekly operating hours - summer: 80 hours 
® weekly operating hours: 14 hours per day - winter: 50 hours 
@ daily rental rates:$30./hr.,$225.00 per day e daily rental rates: gym - $135.00/day with bar 
$ 12.00/hr. for sports 
staff large meeting room- $ 50.00/day 
md 5 $ 80.00/day with bar 
TENSES ;: oe a $ 8.00/hr. for meetings 
small meeting room- $ 5.00/hr. 
revenue staff 
Rentals and Fees: maintenance - 1 Full time, 1 Part time 
other - Program leaders 
Bingo $5,111.50 
Oriace rental 1,200.00 revenue 
Dances, auctions lepett Bale as} 
Tennis, archery 3,1.70:.100 Rentals and Fees: 
Total $18,798.65 Dances, banquets $ 4,000.00 
Sports 1,200.00 
Additional Revenue: Program groups 1,000.00 
Vending commissions $9,502.10 ween es 
Total $9,502.10 Additional Revenue: 
Program registration fees $10,500.00 
TOTAL REVENUE $28,300.75 Concessions 50.00 
Vending Commissions 150.00 
expenditure 
Total $10,700.00 
Salaries and Wages: 
Total $14,794.11 TOTAL REVENUE $16,900.00 
Hall Administration: expenditure 
Advertising $ 136.00 Salaries and Wages: 
h 19.83 
eeher Total $33,500.00 
Total $ 155.03 


Hall Administration: 


Maintenance and Repairs: 
Building, equipment $ 701.08 


Professional development 5 400.00 


Total $ 400.00 
Total $ 701.08 

Maintenance and Repairs: 
Materials and Supplies: 


Snow removal $ 2,000.00 
Custodial $ 1,941.87 > Building, equipment 10,000.00 
Concessions 8,619.95 Total $12,000.00 
Total $10,561.82 


Materials and Supplies: 
Utilities: 


Program $ 3,300.00 
Hydro $10,247.14 Custodial 650.00 
: Equipment 100.00 
Telephone 257.28 printing 100.00 
Building 1,000.00 
Total $10,504.42 Office 200.00 
Emergency, medical 50.00 
WLI 298 
TOTAL EXPENDITURES $36,717.98 Total $ 5,400.00 
surplus/deficit ($_ 8,416.51) =) 
Utilities: 
Hydro, gas, water, sewer $10,800.00 
Telephone 1,000.00 
Total $11,800.00 
TOTAL EXPENDITURES $63,100.00 
surplus/deficit ($46,200.00) 
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a kanata 


| ii | 
march central 


community centre 


Ww 
x 


Population: 19,065 
Built: 1963 as school; 1980 renovated 
User population: serves rural area 


physical characteristics 
2 


total areal of bul lainas) 279m (a 0C0RseaLy 
dimensions of main hall: 18m by 6m (60 ft. by 20 ft.) 
capacity of main hall: 120 

floor: tile 

heating: electric 

lighting: incandescent 

building construction: brick 

50 parking spaces 

ancillary facilities: 


1 kitchen 
1 bar 
2 washrooms 


programming 

e year round operation 

e weekly operating hours: 3 evenings per week 
e daily rental rates: $6.00 - $25.00 per hour 
staff 


maintenance - 1] Part time 


comments 


Building uses a septic tank and a water purification system. 


revenue 
Rentals and Fees: 


School $4,000.00 
Other 607.00 


Total $4,607.00 


TOTAL REVENUE $4,607.00 


expenditure 


Salaries and Wages: 


Total $3,000.00 


Hall Administration: 


Insurance $1,000.00 


Total $1,000.00 


Maintenance and Repairs: 


Grounds 653.00 
Building 34.00 
Equipment, building 877.00 


” 


Total $1,564.00 


Materials and Supplies: 


Custodial $ 849.00 
Pest Control 981.00 


Total $1,830.00 


Utilities: 


Hydro $3,304.00 
Telephone 200.00 


Total $3,504.00 


TOTAL EXPENDITURES $10,898.00 


surplus/deficit ($ 6,291.00) 


24 


owen sound 


harrison park 
community centre 


» 4 
/\ 


Population: 19,637 
Other halls in municipality: 3 


physical characteristics 


total area of building: 279m- (3,000: £5) 

dimensions of main hall: 12m by 18m (40 ft. by 60 ft.) 
capacity of main hall: 100 

heating: electric 

lighting: incandescent 

building construction: stone 

40 parking spaces 

ancillary facilities: 


1 kitchen 
l equipment storage room 
2 wasnrooms 


e other facilities: 2 tennis courts, 2 pools, 
camping area, band shell, 


private mini-golf and 
paddle-boat rental. 


programming 


e year round oneration 
e daily rentals: $10.00 te $25.00 


staff 


Part time 


comments 


Use is limited by the fact that a liquor licence is 
not available. 


revenue 


Rentals and Fees: 


Non-profit organizations $ 220..00 
Private groups 2,600.00 


Total | $2,820.00 


TOTAL REVENUE $2,820.00 
expenditure 

Materials and Supplies: 

Custodial $2,000.00 

Total $2,000.00 
Utilities: 

Hydro $1,000.00 

Total $1,000.00 

TOTAL EXPENDITURES $3,000.00 
surplus/deficit ($__ 180.00) 


timmins community hall 


Ww 
/\ 


Population: 44,513 
Built: 1940 (theatre), 1962-64 (Converted) 
Other halls in municipality: 2 


physical characteristics 


dimensions of main hall: 24m by 34m (80 ft. DY LOnek tie) 
capacity of main hall: 300 

floor: wood 

heating: radiant gas 

lighting: fluorescent 

building construction: wood, concrete, brick 

street parking only 

ancillary facilities: 


stage 

equipment storage room 
washrooms 

dressing rooms 

craft room 
multi-purpose rooms 


NRPNNRH 


programming 


@ year round operation 
e weekly operating hours: 10 hours per day 
e daily rental rates: free to $20.00 


staff 


maintenance - ] 


revenue 


Rentals and Fees: 
General rentals $3,000.00 


Total $3,000.00 


TOTAL REVENUE $3,000.00 


expenditure 


Salaries and Wages: 
Total $20,000.00 


Hall Administration: 
Insurance Ss) 9927500 


Total $ 992;30:0 


Maintenance and Repairs: 
Building, equipment $1,200.00 


Total $1,200.00 
Materials and Supplies: 
Custodial $ 500.00 


Total $ 500.00 


Utilities: 

Hydro $1,400.00 
Natural gas 7,600.00 
Water and sewer 125.00 
Telephone 300.00 


Total $ 9,425.00 


TOTAL EXPENDITURES 


surplus/deficit 


$32,117.00 


($29,117.00) 


centreville community centre 


Population: 138,271 
Built. 2979 


physical characteristics 


@ capacity of main hall: 166 
e floor: tile 
e heating: gas forced-air 
e lighting: fluorescent 
e building construction: brick 
e 50-60 parking spaces 
e ancillary facilities: 
1 library study room 5 washrooms 
1 nursery 2 dressing rooms 
1 kitchen 1 multi-purpose room 
1 bar 2 meeting rooms 
1 electrical room 5 equipment storage rooms 


e Other facilities: outdoor basketball 
and tennis court 


programming 


e year round operation 

e operating hours - summer: 12-14 hrs./day 
- winter: 5 hrs./day 

e daily rental rates: $20.00 to $70.00 


staff 
manager = Part time 
secretarial - 1 Full time 
volunteers - 15 - 20 
comments 


Cleaning and upkeep is done by Parks and Recreation staff. 


revenue 
Rentals and Fees: 
General rentals $5,500.00 


Total $5,500.00 


TOTAL REVENUE $5,500.00 


expenditure 


Salaries and Wages: 
Total $9,141.00 


Maintenance and Repairs: 


Building, equipment $11,970.00 


Total $11,970.00 


Materials and Supplies: 
Custodial $ 1,983.00 


Equipment 1,650.00 
Of fice 3,330.00 


Building 2,045.00 

Total $9,008.00 
Utilities: 
All utilities $ 5,890.00 


Total $ 5,890.00 


TOTAL EXPENDITURES $36,009.00 


surplus/deficit ($30,509.00) 


Note: Figures show budget, not actual expenditures 
and revenues. 
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